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9202250311 SuppI 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203090230 Forwards response to NRC 910730 request for addl info re Proposed
Amend 137 to License NPF-14 & Proposed Amend 91 to License NPF-22 re elimina-
tion of temp leak detection isolation function in RHR room.

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/03. MILLER.C.L Project Direc-
torate I-2. 61pp. 60868:055-60868:156.

-9203090246 Rev 0 to Calculation M-SLD-003,"Steam Leak Detection Calc-RHR Purnp
Rooms."

*   Pennsylvania Power & Light Co. M-SLD-003 ROO. 89/09/27. 42pp. 60868:116-
60868:156.

9203110003 Advises that util proposes to withdraw 911104 Proposed Amends 149 &
103 to Licenses NPF-14 & NPF-22,respectively, based on 920128 & 0228 discussions
w/NRC.Amends changed TS re operational effectiveness review.
KEISER.H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER.C.L Project Direc-
torate I-2. 2pp. 60897:283-60897:284.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co, of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAEJicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203190040 Forwards Proposed Amends 151 & 104 to Licenses NPF-14 & NPF-22,re-
spectively changing TS to delete requirements to test fuses utilized as primary con-
tainment penentration conductor overcurrent protective devices.
BYRAM.R.G. Pennsylvania Power & Light Co. 92/03/12. MILLER.C.L. Project Direc-
torate I-2. 7pp. 60990:282-60990:296.

-9203190041 Proposed Amends 151 & 104 to Licenses NPF-14 & NPF-22, changing
TS to delete requirement to test fuses utilized as primary containment penetration
conductor overcurrent protective devices.
BYRAM.R.G. Pennsylvania Power & Light Co. 92/03/12. 2pp. 60990:289-60990:290.

-9203190042 Proposed TS Section 3/4.8.4.1 re primary containment penetration con-
ductor overcurrent protective devices.

*  Pennsylvania Power & Light Co. 92/03/12. 6pp. 60990:291-60990:296.

9203180039   Describes  revised  disposal   plans  for  cooling  tower  &  spray   pond
sludges.Sludge removed during outages will be taken to approved MD landfill.
FIELDS.J.S. Pennsylvania Power & Light Co. 92/03/13. TOMAYKO.W. Pennsylvania,
Commonwealth of. 8pp. 60977:138-60977:145.

9203230281 Forwards revised response to NRC station blackout safety evaluation dtd
920114,revising   diesel    generator   target    reliability   to    0.975,based   on    NRC
position.Resolution of cabinet temp concern will be submitted by 920501.
KEISER.H.W. Pennsylvania Power & Light Co. 92/03/13. MILLER.C.L. Project Direc-
torate I-2. 25pp. 61119:041 -61119:204.

-9203230299 "COTTAP-2.Rev 1 Theory & Input Description Manual."
CHAIKO.M.A.,  MURPHY.MJ.  Pennsylvania Power &  Light Co.  90/11/05.  139pp.
61119:066-61119:204.

9203230169 Forwards response to NRC 920309 telcon question re conductance meth-
odology contained in PL-NF-89-005, "Qualification of Transient Analysis Methods for
BWR Design & Analysis."

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/16. MILLER.C.L. Project Direc-
torate I-2. 4pp. 61082:355-61082:358.

9203260327 Requets addl info on proposed changes to plant tech spec requirements re
RWCU/HPCI/RCIC temp setpoints for leak detection.

RALIEGH.JJ. Project Directorate I-2. 92/03/19. KEISER.H.W. Pennsylvania Power &
Light Co. 4pp. 61092:349-61092:353.

9203270242 Forwards safety evaluation & technical evaluation rept approving revised
methodology contained in Topical Rept PL-NF-89-005, "Qualification of Transient
Analysis Methods for BWR Designs & Analysis,Susquehanna Steam Electric...."
RALEIGH.JJ. Project Directorate I-2. 92/03/24. KEISER.H.W. Pennsylvania Power &
Light Co. 3pp. 61164:168-61164:190.

-9203270246 Safety evaluation approving methodology contained in Topical Rept PL-
NF-89-005, "Qualification of Transient Analysis Methods for BWR Design &
Analysis.Susquehanna Steam Electric Station.Units 1 & 2."

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/24. 5pp.
61164:171-61164:175.

-9203270248 "Technical Evaluation Rept of PL-NF-89-005, 'Qualification of Transient
Analysis Methods for BWR Design & Analysis.'" Revised methodology acceptable.

*  Brookhaven National Laboratory. 89/12/31. NRC - No Detailed Affiliation Given.
15pp. 61164:176-61164:190.

9203310175 Notification of 920409 meeting w/util in Rockville.MD to discuss individual
plant evaluation methodology & approach in effort to facilitate NRC review process of
util 911213 submittal.

RALEIGH.JJ. Project Directorate I-2. 92/03/26. MILLER.C.L Project Directorate I-2.
4pp. 61194:120-61194:123.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 SuppI 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037  NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203050011 Forwards insp repts 50-387/92-02 & 50-388/92-02 on 920101- 0210 &
notice of violation.

BLOUGH.A.R. Region 1 (Post 820201). 92/02/28. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 60790:025-60790:051.

-9203050013 Notice of violation from insp on 920101-0210.Violation noted:anomalous
instrumentation indication not sufficiently investigated to determine cause.

*  Region 1 (Post 820201). 92/02/28. 2pp. 60790:028-60790:029.

-9203050014 Insp repts 50-387/92-02 & 50-388/92-02 on 920102-0210. Violations
noted.Major    areas    inspected:operations,    radiological    controls,maint,emergency
preparedness.security & engineering/technical support.
WHITE.J. Region 1 (Post 820201). 92/02/27. 22pp. 60790:030-60790:051.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York. Inc. 4pp. 60997:043-60997:046.

9203110361 Forwards SE granting relief requests 1RR-22 & 2RR-19 until end of current
inservice insp cycles for each unit.

MILLER.C.L. Project Directorate I-2. 92/03/03. KEISER.H.W. Pennsylvania Power &
Light Co. 4pp. 60885:248-60885:254.

-9203110366 Safety evaluation granting util  ISI program relief request concerning
sample expansion requirements of ASME section XI for CRD housing bolting.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 92/03/03. 3pp.
60885:252-60885:254.

9203190076  Forwards  mgt  meeting  insp  repts 50-387/92-10 & 50-388/92-01   on
920214.

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania
Power & Light Co. 3pp. 60959:226-60959:299.

-9203190099 Mgt meeting repts 50-387/92-10 & 50-388/92-10 on 920214. Major areas
discussed:licensees action in response to weakness identified during licensed opera-

iluation.
Region  1   (Post  820201).  92/03/11.  72pp.  60959:229-

tor requalification program evaluation.
WALKER.T.,   CONTE.RJ.

60959:299.

9203190211 Ack receipt of 911212 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-387/90-81 & 50-388/90-81.

HODGES.M.W. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 60960:236-60960:256.

-9203190219 Responds to NRC 910222 Itr re violations noted in insp repts 50-387/90-
81 & 50-388/90-81 .Corrective actions:temporary lighting removed.engineering evalua-
tions concluded & dedication criteria document issued.

KEISER.H.W. Pennsylvania Power & Light Co. 92/02/22. Document Control Branch
(Document Control Desk). 18pp. 60960:239-60960:256.

9203240080 Forwards safety insp repts 50-387/92-08 & 50-388/92-08 on 920302-
06.No violations noted.NRC noted that effective effluent control program well main-
tained.

JOYNER.J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 61053:297-61053:304.

-9203240085 Safety insp repts 50-387/92-08 & 50-388/92-08 on 920302-06. No viola-
tions noted.Major areas inspected:radioactive liquid & gaseous effluent control pro-
grams including mgt controls, audits,air cleaning sys & calibration of monitoring sys.
PELUSO.L, JANG,J.C.. BORES.R.J. Region 1 (Post 820201). 92/03/11. 5pp.
61053:300-61053:304.

9203240090 Forwards safeguards insp repts 50-387/92-09 & 50-388/92-09 on 920302-
05.No violations noted.NRC found that physical security program directed toward pro-
tection of public health & safety.

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power
& Light Co. 4pp. 61053:318-61053:327.

-9203240094 Insp repts 50-387/92-09 & 50-388/92-09 on 920302-05.No violations
noted.Major areas inspectedrpreviously identified fitness-for-duty items.security pro-
gram plans & protected & vital area access control of personnel.
SMITH.G.C.. ALBERT.R.J., KEIMIG.R.R. Region 1  (Post 820201). 92/03/12. 6pp.
61053:322-61053:327.1109:163.80:254.
